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The Brand Meeting vill is held Wednesday, May 16, 1979, at 
9*0D a.n. in the Quality Assurance Conference Room. 

.■ AGEHDA . 

■ 1, Review of Marlboro l.S. and K.S. "A” (M/C-S/S-Lvl) 

2< Review of Marlboro lOO's Box with 27.5 tacs filter (S/S-H/C) 

3, B 4 B Lights lOO’s with 31'5 ma filter - M/C 

Ai Va. Slims lOO's Reg. - M/C •• Control vs. Test made with UTX tipping 
paper Vj3Z 1102 (^30"79) Samples sulmitted by Spencer Stone. 

5. Va. Slims lOO's Reg. - M/C- Control marked 07916 Ecnsta and sample 
marted 07916. (5-1-79) Samples submitted by Spencer Stone. 

6. B 4 B lights lOO’sM/C- Control nsing 3.4/A6.,000 tow vs. Test made 
with 31.5 mm filter and Eastman 3.3/44,000 tow, also sample made with 
Eastman 3.3/44,000 tow and W/27 mm filter. (5-2-79) Samples submitted 
by J, Bickett. 

• 7. Virginia Slims Reg. - M/C- Control vs. Test using Ecusta 64 ma White 
DEL tipping paper (07915) - A Calendered tipping paper. 

(5-10-79) Submitted by Spencer Stone. 


£. L. Watts 


ELW/bkm •' 

cc: Mr. C. G. Bates 
Mr. J. S. ftichton 
Ms. A. B. ‘uarian/I. Ollis/ M. Payne 
Mr.W. Houck 
Mr, M. A. Rirby 
Mr. J. 1, Myracle 
Hr. J. Mepomuceno 
Mr. E. F. Pierce • 

Mr, D. Sbeatsley 
Mr.' J. £. Hickhaa 
Mr. K. ^. Wood 
Q. 1, Pile 


e: https://www.industrydocuments.ucsf.edu/docs/skwn0004 


